A.     I don't  think he stated  that?
Q.     He didn't state  that?

A.     No.

Q.     Do you recall  him stating  anything  about  Che method
about  which the lids  had been  secured?

A.     I do not recollect him stating anything.

Q.     Did  you discuss  Mr.   Gary Shreve at all during  this
time when you were inspecting  the lids on the scoop car?

A.     Yes.

Q.     And  how did his name come up in  the conversation?

A.     It is what we were talking about before,  he was the
operator and  if there was a problem I felt he  should have
came and  tell me about [sic].    And that's basically what I was
telling Lipinski.

JUDGE MELICK:     What was the full  conversation that
occurred  regarding  Mr.   Shreve,  on this day with

Mr.   Lipinski?

THE WITNESS:     I told Lipinski  that if there was a  prob-
lem here  that the  problem should come  to me  first.     It   seemed
like lately all  the  problems  that were going on the safety
committee were going around me and I'd be getting it  second
hand,  and   that didn't seem  right.     That wasn't  the way it
was  supposed   to  work.

JUDGE MELICK:     What did  that have  to do with Mr,   Shreve?
THE WITNESS:     In what   sense?

JUDGE MELIGK;     Well,   the question I asked,   the  informa-
tion I want is the full extent of the conversation between
you and Lipinski concerning Mr.  Shreve.

THE WITNESS:     I also  said   in that conversation<that it
seemed  like we've had a numerous number of problems with
that   scoop and maybe  Gary couldn't handle  the job because
of all  the  problems,

JUDGE MELICK:    Did you suggest anything else?
THE WITNESS:    No,  sir.
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